J. T. WING & COMPANY, LIMITED 


241 


Parker’s Eclipse Machinists’ Vises 



New 

No. 

9521/2 

953 

953 Vz 

954 
9541/z 

955 
9551/2 

956 
958 


Stationary Jaw 
Stationary 
Base 

Pnrkco metal 
rax tings. Renew¬ 
able, milled and 
lilted tool steel 
faces. Extra size, 
strong cut-screw 
and nut. Saddle 
and saddle screw. 


Old 

No. 

Jaw 

In. 

List 

Price 

| Weight 
Lbs. 

Vise 

Opens 

101 

2 H 

$ 9.00 

15 

3)4 

102 

3 

10.00 

23 

4H 

103 

3H 

11.25 

35 

5 M 

104 

4 

12.75 

46 

6 

105 

4 H 

15.50 

63 

7 

106 

5 

20.00 

85 

8 

106H 

5 l A 

30.00 

no 

9 

107 

6 

39.00 

132 

10 a 

108 

8 

75.00 

245 

13 % 


Parker's Eclipse Machinists’ Vises 


Stationary Jaw 
Swivel Baso 

Park co metal 
castings. Swivel 
base gives 380° 
gripping power. 
Renewable, milled 
and fitted tool steel 
faces. Extra size, 
strong cut-screw 
and nut. Saddle 
and saddle screw. 



No? 

Old 

No. 

Jaw 

In. 

Liu 

Pri« 

Weight 

Lbs. 

Vise 

Opens 

9721/2 

201 

m 

$12.00 

17 

3M 

973 

202 

3 

13.00 

26 

4)4 

9731/2 

203 

3 l A 

15.00 

42 

5 H 

974 

204 

4 

17.00 

59 

6 'A 

9741/2 

205 

4)4 

20.00 

76 

7 

975 

206 

5 

30.00 

104 

8 

9751/2 

206 % 

5 K> 

38.00 

130 

9 

976 

207 

6 

52.00 

157 

10 H 

978 

208 

8 

98.00 

298 

13 H 


Parker's Double Swivel Vises 

Swivol Base 

The swivels op¬ 
erate independent 
of each other, al¬ 
lowing the work to 
he placed in any 
position without re¬ 
moving same from 
the jaws. 


New 

No. 

Old 

No. 

[ J ,* w 1 

la. 

List 

Price 

Weight 

Lbi. 

Vise 

Opens 

473i/ 2 

429 

3}4 

$27.00 

53 | 

3)4 

474 

439 

4 

32.00 

67 

6 

474Vi 1 

449 

4 14 

39.00 

87 J 

7 A 



Clark Perfect Garage Vise 



These Vises are perfect In every way. The Frame 
Is well-proportioned, well-machined, and carefully 
fitted. Castings are of semi-steel. Nuts are of best 
material procurable for the purpose, and will not wear 
out. Jaws are of hardened cast steel. Screws are of 
beBt screw stock, acme thread. All parts are inter¬ 


changeable. 

No. 8 3" Jaw, 13 lbs. $4.80 

With Swivol. 8.00 

No. 8H 3%" Jaw. 25 lbs. 7.00 

With Swivol . 11.00 

No. 4 4” Jaw. 35 lbs. 9.50 

With Swivel . 14.00 

No. 4H 4%" Jaw, 45 lbs. 11.50 

With Swivel . 16.50 



Clark Bench Vises 


They are accurate, solid construction of Semi-steel 
casting. Gun-motal Nuts. Tempered Steel Jaws: 


No. 8 

Semi-Steel Vise, 3” Jaw. 

18 lbs.. . 

9 9.50 

No. 4 

Semi-Steel Vise. 4" Jaw. 

45 lbs.. . 

12.75 


With Swivel. 

56 lbs.. . 

17.50 

No. 4 H 

Semi-Steel Vise. 414" Jaw. 

55 lbs.. . 

15.50 


With Swivel. 

68 lbs.. . 

21.00 

No. 5 

Semi-Steel Vise, 5” Jaw. 

80 lbs.. . 

20.00 


With Swivel, 

100 lbs.. . 

30.00 

No. 6 

Semi-Steel Vise, 6" Jaw. 

160 lbs... 

44.00 


With Swivel. 

175 lbs.. . 

56.041 





















